FCC Regulations for 
Your Trimline® 
Wall Telephone Set 


IN COMPLIANCE WITH FCC RULES 
AND REGULATIONS, PART 68, 
CUSTOMER IS ADVISED: 


1. Means of Connection 

For connection of Trimline® wall 
telephone sets, specify USOC 
Jack RJ11W. 

When a Trimline® telephone uti- 
lizes a 220A, 2220B or 2220B1 
handset, you should also tell the 
telephone company that a non- 
hazardous dial light power should 
be provided on position 2 and 5 of 
the RJ11W Jack. 


2. Incidence of Harm 

If your telephone causes harm to 
the telephone network, your tele- 
phone company may discontinue 
your service temporarily. If possi- 
ble, they'll notify you in advance. 
But if advance notice isn’t practi- 
cal, you'll be notified as soon as 
possible. You'll be given the op- 
portunity to correct the situation. 
And you'll be informed of your 
right to file a complaint with the 
FCC. 


3. Changes in Telephone Com- 
pany Facilities, Equipment, 
Operations or Procedures 
Your telephone company may 
make changes in its equipment or 
procedures that could affect the 
proper functioning of your tele- 


phone. If they do, you'll be notified 
in advance to give you an oppor- 
tunity to maintain uninterrupted 
telephone service. 


4. FCC regulations require that, if 
you have trouble using your tele- 
phone, you must disconnect it and 
determine if the telephone is mal- 
functioning. You may not use the 
telephone until the problem has 
been corrected or until you are 
sure thatthe telephone itself is not 
malfunctioning. 


5. All repairs are to be made by your 
telephone company. 


Call your local repair service listed 
in your telephone directory to re- 
port trouble with this telephone. 
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